Paul, a friend you do not know has a friend who was in 
in CIA. Ex-CIA nan took a look at CD931 and said 
immediately at is a sanitised version. He could have 
deduced it iron content, may have assumed or guessed 
and there are other obvious possibilities. However, 
on the chance the intelligence might interest you, 

I report jLt wothout taking the time to consult the 
C 3 itself or the rooont materials. M I/7/74 



